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CONTRACT APPROTAT, 
Contract No. SP-191y 


18 October 1956 


You are hereby anthorized to procure the following items 
on 4 charge to Contract No. SP=#19Lh: 


4 each Fuel Flow Meters (Potter) Model 3/8" x 1" with 
linear flow rate range 300-1500 P.P.H.) including a 
Potter Brown precision indicator and a Potter Model 
LIA frequency converter with 50 ft, cable, 


12 each Contour Chairs (for use during pre-breathing) 
Delivery 3 Nov 1956; 3 Feb 1957; 3 May 1957; 3 Aug 57. 


One of the above fuel flow meters will be used to replace 
the one which was borrowed from Wright Air Development Center 
Power Plant Laboratory for your people. 
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COPY, 
Dear George; 


2k September 1956 
EA 


This letter confirms telecon between you and 
on 19 September 1956, pertaining to procurement of tw 
items from Kelly. 

items under SP 1914: 


9) suppor 
Request you authorize the furnishing of the following 


4, each Fuel Flow Meters (Potter Model 3/8" x 1" with linear flow 
rate range 300-1500 P.P.H., including a Potter brown precision 
indicator and a Potter Model 11A frequency converter with 50 ft, cables 


12 each Contour Chairs (for use during pre-breathing) 
26 
25X1 


Delivery: 3 Nov 56; 3 Feb 57; 3 May 57; 3 Aug 57 


One of the above fuel flow meters will be used to replace 
Plant Laboratory for your people. 


the one which was borrowed from wright Air Development Center Power 
2 
equipment on the 


has been verbally requested to furnish the above 
sis of a future go-ahead from you, 
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